The Grand Hotel is located on beautiful ~ 
Mobile Bay at Historical Point Clear, 22 miles £ 
from Mobile through the new Bankhead Tun- ° 
nel. Its spacious grounds and beaches are < 
always beautiful. The Hotel has 90 outside 
rooms all with bath and cross ventilation thus 
assuring its guests the utmost in comfort. 
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View of Lobby, Grand Hotel, Point Clear, Ala. 
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